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The CO and NO deliveries of most Philip Morris and 
competitive brands are given in the attached tables. These 
data are based on samples manufactured during the period 
January, 1984 through April, 1984. 

The brands are ranked in Table I according to CO delivery 
from low to high and in Table II according to NO delivery. A 
listing of the brands by company is given in Table IV. Those 
brands which are on test market or limited distribution are 
listed in Table V, 

The FTC has determined that its present testing method¬ 
ology does not accurately measure Brown & Williamson's Barclay 
cigarette smoke deliveries. The FTC has also found there is a 
significant likelihood the same problem exists with respect to 
Kool Ultra 85 and 100. These brands were tested using both the 
standard holder and the modified holder and are listed in Table 
III. CO and NO deliveries are higher for these cigarettes when 
using the modified holder because this holder reduces the 
amount of ventilation through the cigarette. No other brands 
show the change in CO and NO deliveries when using the modified 
holder. 
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